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VEHICLE CONTROL SYSTEM 


IGNITION SWITCH 


8000H-05 

INSPECTION 



1. INSPECT IGNITION OR STARTER SWITCH ASSY 

(a) Inspect the ignition switch continuity. 


Switch position 

Tester connection 

Specified condition 

LOCK 

- 

No continuity 

ACC 

1 - 3 

Continuity 

ON 

1-2-3 

5 - 6 

Continuity 

START 

1 - 2 

4-5-6 

Continuity 


If the continuity is not as specified, replace the ignition switch. 
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